ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT E50 VEHICLE #3 


DATE 


OFFICER 1 
OFFICER 2 


11-05-2015 
M. COOGLE #129 


SUPERVISO J. SALAZAR 


R 


1200/12 
15 


1215/13 
15 


1350/14 
00 


1410/14 
20 


1425/14 
35 


1435/14 
40 


BUSINESS CHECK- 7021 HOLLYWOOD BLVD- THE 
GALAXY PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 


SOW / ROLL CALL 


ADMIN- BID OFFICE 
I COMPLETED MISC AI ADMIN AND TRAINING. 


BUSINESS CHECK- 6801 HOLLYWOOD BLVD- THE 
H&H PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 


BUSINESS CONTACT- 1787 HIGHLAND AVENUE- 
VALERO 

PRIOR PROBLEMS WITH 415 / 484 / 602 / 594 / 
PANHANDLING SUSPECTS. I MADE CONTACT WITH 
GRISHA AND THERE WERE NO PROBLEMS AT THIS TIME. 
I ALSO FUELLED VEHICLE #4. 


BACKED FB2- 6780 HOLLYWOOD BLVD- RIPLEY’S 


THE UNIT RECEIVED A CALL FOR A 415 PANHANDLER IN 
FRONT. UPON ARRIVAL, WE MADE CONTACT WITH CAREY 
WHO POINTED OUT A GROUP WALKING AWAY. SHE 
STATED THEY WERE A PROBLEM UNTIL WE ARRIVED. 
SHE ALSO ADVISED OF ANOTHER M/W WHO HAD MOVED 
TO THE W/S OF THE BUILDING. 


BACKED FB2- 1700 BLOCK OF McCADDEN PLACE- 
SIDEWALK 
THE UNIT RECEIVED A CALL FOR A M/W LYING ACROSS 
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THE SIDEWALK. UPON ARRIVAL, THE SUSPECT 
OBSERVED BID OFFICERS, STOOD UP AND WALKED 
AWAY. THE UNIT ALSO MADE CONTACT WITH PR. 


1445/15 BACKED FB2- 6780 HOLLYWOOD BLVD- RIPLEY’S 
00 
THE UNIT RECEIVED A CALL THAT THE 415 PANHANDLER 
HAD RETURNED. UPON ARRIVAL, E60 ADVISED CODE 4. 


1600/16 CODE 7 
30 


1735/17 BACKED FB2- 1562 CAHUENGA BLVD- BIG WANGS 
50 

THE UNIT RECEIVED A CALL FOR A 415 GROUP IN FRONT 
OF THE BUSINESS ARGUING WITH SECURITY. UPON 
ARRIVAL, I MET WITH PR. THE SUSPECTS WERE PATRONS 
AND TALKING WITH A MANAGER FROM THE LOCATION. 
THE ARGUMENT INVOLVED A MEMBER OF THE GROUP 
WALKING OUTSIDE WITH A BEER FROM THE BUSINESS. 
THEY LEFT WITHOUT INCIDENT. 


1830/18 BUSINESS CHECK- 6801 HOLLYWOOD BLVD- THE 
40 H&H PARKING STRUCTURE 
PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 


1900/20 ADMIN- BID OFFICE 
00 
I COMPLETED MISC AI ADMIN AND DISPATCH DUTIES. 


2030 EOW 
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